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Gentlemen, 


Gisburn  Road, 

Barrowford, 

February  lOtli, 


I have  the  pleasure  of  presenting  to  you  my  20th  Annual 
Report  on  the  health  and  sanitary  condition  of  the  District. 


Births.  During  the  year  ending  December  .31st,  1912, 
there  have  been  105  births  registered — 55  males  and  50  females. 
Tliis  gives  an  annual  birth-rate  of  ]8'9  per  1,000  of  the  population, 
which  is  lower  than  last  year,  it  being  then  22'4.  The  average 
birth-rate  for  the  past  five  years  equals  20'6. 

Deaths  (See  Table  III).  The  number  of  deaths  registered 
during  the  year  of  persons  belonging  to  the  District  was  72 — 
32  males  and  40  females — giving  an  annual  dcatli-rate  of  12‘9  per 
1,000  of  the  population,  compared  with  lO'l  last  year  and  12-8 
the  previous  jmar.  The  average  death-rate  for  the  five  years 
(1907-1911)  was  IP?. 
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The  followinfif  table  shows  at  wliat  ages  the  deatlis 
occurred  : i 

Deaths  under  1 year 15 

1 year  and  under  5 years 5 

— under  5 years.  . 2() 

5 years  and  under  15  years 2 

15  years  and  under  25  years. ...  1 

25  years  and  under  45  years ....  10 

45  years  and  under  65  years 11) 

65  years  and  over 20 

— 5 years  and  over  52 

Total 72 


Infantile  Mortality  (See  Table  IV).  The  rate  of  deaths 
under  one  year  to  1,000  births  registered  is  142.  The  average 
for  the  five  years  (1907-1911)  is  127. 

The  high  infantile  mortality  is,  in  my  opinion,  due  to  faulty 
feeding,  and  to  motbers  working  in  the  factories  too  near  to  tlie  time 
of  their  confinements. 

Tlie  number  of  illegitimate  births  registered  was  1,  and  there 
were  no  deaths  of  illegitimate  infants  during  the  year. 

The  death-rate  from  the  principal  epidemic  diseases  per 
1,000  of  the  population  is  '7. 

Infectious  Diseases  (See  Table  II).  Under  the  Infectious 
Disease  Notification  Act  tliere  have  been  9 cases,  compared  with 
14  last  year.  The  cases  were  : 

2 

4 
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Diphtheria. . , 
Ery.sipelas. . . 
Scarlet  Fever 


Total 
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Of  Pulmonary  Tuberculosis  there  were  6 cases  notified, 
2 died  and  2 are  receiving  sanatorium  treatment.  An  explanatory 
leaflet  giving  advice  to  consumptives  has  been  delivered  where 
considered  necessary. 

Scarlet  Fever.  The  .3  cases  of  Scarlet  Fever  were 
isolated  at  their  homes,  and  disinfectants  used,  and  the  homes 
fumigated.  All  children  from  infected  houses  were  prevented 
attending  the  day  school. 

Measles.  During  the  first  two  weeks  in  November,  a 
severe  epidemic  of  Measles  seemed  imminent,  but  owing,  I am  sure, 
to  the  early  closing  of  the  Infant  Department  of  the  Central 
Council  School,  the  spreading  of  the  disease  was  completely 
checked. 

Sanitary  Conditions.  During  the  year  the  following 
plans  were  submitted  : 

10  plans  relating  to  10-3  dwellinghouses  and  6 shops. 

3 plans  relating  to  estate  plans 
2 plans  relating  to  4 sculleries. 

13  plans  relating  to  miscellaneous  erections  and 
alterations. 

27  new  dwellinghouses  have  been  certified  for  occupation. 
59  dwellinghouses  were  in  course  of  erection  at  the  end  of  the 
year.  1 back  and  3 front  streets  in  Carr  Hall  District  have  been 
made  up  under  the  Private  Street  Works  Act,  1892. 


The  works  include  : 

Surface  Water  Sewers 461  lineal  vards 

Surface  Water  Gullies 40 

Flagged  Footpaths 1,722  super  yards 

Kerbs 806  lineal  yards 

Channels 810  lineal  yards 

Hand-pitched  Foundations 3,482  super  yards 

Sett-paved  Carriage  Way 3,202  super  yards 
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Plans  for  8ewa»e  Works  Extension  have  been  eoinpleted 
for  submitting  to  the  Local  Government  Board.  Tlie  District 
is  well  drained  by  pipe  sewers,  and  the  sewage  is  disposed  of  bv 
septic  tank,  single  contact  filters,  followed  by  land'  filtration. 

The  water  supply  has  been  plentiful  and  good  from  the 
Nelson  Corporation  Reservoirs. 

Slaughterhouses.  There  are  five  slaughter-houses  in 
the  District.  They  have  been  regularly  inspected.  They  are  in 
good  order,  kept  clean,  and  the  ventilation  satisfactory.  Garbage 
is  frequently  removed.  They  have  been  visited  at  times  of 
slaughtering. 

Dairies  and  Cowsheds.  The  Dairies  are  kept  clean,  and 
the  Cowsheds  are  fairly  satisfactory,  but  some  are  deficient  in 
air  space  and  ventilation.  There  has  been  no  cause  for  action  in 
respect  of  Dairy  Cows  being  examined  by  a veterinary  surgeon. 

Bakehouses.  These  are  regularly  lime-washed,  and  kept 
in  a clean  and  satisfactory  condition.  In  one  instance,  a com- 
plaint from  the  Factory  Inspector  in  respect  of  insufficient 
ventilation  and  condition  was  received,  but  these  have  been 
remedied. 

Factories.  Additional  accommodation  consisting  of  5 
water  closets  has  been  provided  at  one  mill,  and  1 water  closet  at 
another. 

Workshops.  The  workshops  have  also  been  regularly 
inspected,  and  are  now  in  a satisfactory  condition. 

Canal  Boats.  9 inspections  were  made,  and  they  were 
found  satisfactory. 

Smoke  Nuisance.  The  time  limit  allowed  for  the  emission 
of  black  smoke  is  10  minutes  per  hour. 

Sewage  Disposal  Works.  Method  of  treatment  : Septic 
tank,  single  contact  filters,  intermittent  downward  land 
filtration. 

Drainage  System.  Character  of:  Earthenware  pipes. 

Refuse  Disposed  of.  Ashes  to  tips  ; night  soil  on  land. 
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Closet  Accommodation  of  tJic  District  : 

Waste  Water  Closets. 

Fresh  Water  Closets 

Pail  Closets 

Privy  Middens 


Housing  of  the  Working  Classes  : 
Number  of  Dwellingliouses  inspected 


127 


Number  of  Dwellingliouses  considered  unfit  for  habitation.  . . 4 


Number  of  Dwellingliouses  (closing  orders) 


0 


Number  of  Dwellingliouses  remedied  without  closing  orders. . 12 

Number  of  Dwellingliouses  put  into  a fit  state  of  repair  after 


making  closing  orders 


0 


Character  of  Defects  : General  delapidation,  uncleanliness  of 
tenants,  want  of  ventilation  owing  to  fixed  windows,  and  want 
of  facilities  for  washing. 

The  cleanliness  of  the  surroundings  is  satisfactory,  the 
scavenging  being  carried  out  in  a very  efficient  manner  by  the 
Sanitary  authority. 

During  the  year,  27  new  dwellingliouses  were  certified, 
and,  at  the  close  of  the  year,  there  were  59  houses  in  course  of 
erection.  New  houses  are  inspected  by  the  Surveyor  during 
the  course  of  erection,  and  on  completion,  are  inspected  and  the 
necessary  certificate  for  habitation  given,  in  accordance  with  the 
Building  Bye-laws  adopted  by  the  Council.  The  Bye-laws  of  the 
Council  require  150  feet  of  air  space  at  the  rear  of  dwellingliouses  ; 
the  front  streets  to  be  ‘36  feet  wide,  and  the  back  streets  varying 
from  12  to  15  feet  wide. 


I have  the  honour  to  be,  gentlemen. 

Your  obedient  servant, 

F.  DE.  B.  PiM, 


Medical  Officer  of  Health. 


6 


Table  I. 

VITAL  STATISTICS  OF  WHOLE  DISTRICT  DURING 
1912  AND  PREVIOUS  YEARS. 


Barrowford  Urban  District. 


YEAR 

POPULATION  ESTIMATED  TO 

MIDDLE  OP  EACH  YEAR 

BIRTHS 

TOTAL 

DEATHS 
register’d 
IN  THE 

DISTRICT 

TRANS- 

FERABLE 

DEATHS 

NETT  DEATHS 

BELONGING  TO  THE 

DISTRICT 

OP  NON-RESIDENTS 
REGISTERED  IN  THE  DISTRICT| 

OP  RESIDENTS  NOT 
REGISTERED  IN  THE  DISTRICtI 

UNDER  1 

YEAR  OF 

AGE 

AT  ALL 

AGES 

UNCORRECTED 

NUMBER 

NETT 

NO. 

RATE  PER  THOUSAND 

NET  BIRTHS 

NO. 

rate; 

NO. 

RATE 

NO. 

RATE 

1907 

5500 

135 

135 

24.5 

70 

12.7 

20 

148 

70 

12.7 

1908 

5500 

133 

133 

21.1 

74 

13.6 

21 

157 

74 

13.6 

1909 

5700 

125 

125 

21.9 

51 

8.9 

3 

14 

112 

54 

9.4 

1910 

5700 

105 

105 

18.9 

71 

12.4 

2 

12 

114 

73 

12.8 

1911 

5530 

124 

124 

22.4 

54 

9.7 

2 

4 

14 

112 

56 

10.1 

1912 

5550 

105 

105 

18.9 

69 

12.4 

1 

4 

15 

142 

72 

12.9 ' 

Area  of  District  in  acres  (exclusive  of  area  covered  by  water)  IdbS 


Total  population  at  all  ages 5,527  | 

Number  of  inhabited  houses I,4d6  - At  Census 

Average  number  of  persons  per  house -bS  ) 1911 


Table  II. 


CASES  OF  INFECTIOUS  DISEASE  NOTIFIED  DURING  THE 

YEAR  1<)12. 


Barrowford  Urban  District. 


NUMBER  OF  CASES  NOTIFIED 


NOTIFIABLE 

DISEASE 

AT 

AT  AGES — YEARS 

ALL 

AGES 

UNDER 

1 

1 TO 

5 

5 TO 
15 

15  TO 
25 

25  TO 
45 

45  TO 
65 

65  and 

OVER 

Diphtheria  (in- 
cluding Mem- 

branous  croup).. 

2 

2 

Erysipelas 

4 

1 

1 

2 

Scarlet  Fever 

.•I 

2 

1 

Pulmonary 

Tubercolosis.. 

6 

• • 

5 

1 

Totals .... 

15 

• 

2 

2 

1 

7 

d 

Table  TIL  8 

CAUSES  OF,  AND  AGES  AT  DEATH  DURING  THE  YEAR  1912. 

Barrowforu  Urban  District. 


NET  DEATHS  AT  THE  SUBJOINED  AGES  OF  “ RESIDENTS  ” 
WHETHER  OCCURRING  WITHIN  OR  WITHOUT  THE  DISTRICT 


CAUSES  OF 

DEATH 

ALL 

AGES 

UNDER 

1 

YEAR 

1 AND 

UNDER 

2 

2 AND 

UNDER 

5 

5 AND 

UNDER 

15 

15  AND 

UNDER 

25 

25  AND 
UNDER 

45 

45  AND 

UNDER 

65 

65  ANI 

UP- 

wardh 

All  Causes  : — 
Certified 

72 

15 

3 

2 

2 

1 

10 

19 

20 

U ncertified 

Measles 

1 

1 

Diptheria  and 
Croup 

2 

2 

Influenza 

1 

, , 

, , 

, , 

1 

, , 

. • 

Phthisis 
(Pulmonary 
Tuberculosis . . 

2 

1 

1 

Cancer,  malig- 
nant disease . . 

4 

2 

2 

Organic  Heart 
Disease 

5 

4 

1 

Bronchitis 

5 

, , 

, , 

. , 

, , 

, , 

2 

3 

Pneumonia  (all 
forms) 

3 

1 

1 

1 

Diarrhoea  and 
Enteritis 

2 

2 

Alcoholism 

1 

, , 

. , 

. . 

. . 

. . 

, . 

1 

Nephritis  and 
Bright’s 
Disease 

1 

1 

Other  accidents 
and  diseases  of 
Pregnancy  and 
Parturition. . . . 

2 

2 

Congenital  De- 
bility & Mal- 
formation, in- 
cluding Pre- 
mature Birth.. 

1 

5 

5 

Violent  Deaths, 
excluding 
Suicide 

1 

1 

Other  Defined 
Diseases. .'.... 

33 

5 

1 

1 

1 

.. 

5 

9 

11 

Diseases  ill- 
defined  or 
unknown 

4 

2 

, , 

. , 

2 

Totah.  . . 

72 

15 

3 

2 

2 

1 

10 

19 

-’0^ 
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Table  IV. 

INFANT;  MORTALITY. 

1912.  Nett  Deaths  from  Stated  Causes  at  Various  Ages  under 

1 Year  of  Age. 


Barrowford  Urban  District. 


CAUSE  OF  DEATH 

Under  1 Week 

j 1-2  Weeks 

2-.3  Weeks 

j 3-4  Weeks 

1 Total  under 

1 1 Month 

j 1-3  Months 

j 3-6  Months 

j 6-9  Months 

j 9- 12  Months 

J 

Total 

Deaths 

under 

1 Year 

Certified. . . 

All  Causes 

Uncertified 

7 

1 

8 

1 

2 

4 

15 

Convulsions 

• 

1 

1 

Pneumonia  (all  forms) . . 

1 

1 

Diarrhoea 

1 

1 

Enteritis 

1 

1 

Atelectasis 

2 

2 

2 

Premature  Birth 

4 

4 

4 

Atrophy,  Debility  and 
Marasmus 

1 

1 

Other  Causes 

1 

1 

2 

2 

4 

7 

1 

8 

1 

2 

4 

15 

Net  Births  in  the  year — Legitimate. 

Illegitimate 


104 

1 


( 

Net  Deaths  in  the  year — Legitimate  Infants 15 

Illegitimate  Infants 0 


Barrowford  Urban  District. 
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FACTORIES,  WORKSHOPS,  WORKPLACES,  AND 
HOMEWORK. 


Inspection  of  Factories,  Workshops,  and  Workplaces)  Incl  iding 
Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of  Nuisances)^ 


number  of 

premises 

WRITTEN 

inspections 

NOTICES 

Factories  (Including  Factory  Laundries) 

26 

o 

Workshops  (Including  Workshop  Laundries).. 

16 

1 

Total 

42 

4 

Defects  Found  in  Factories,  Workshops,  and  Workplaces. 


number  of  DEFECTS 

PARTICULARS 

FOUND 

REMEDIED 

Want  of  Cleanliness 

0 

0 

Sanitary  Accommodation — Insufficient 

Not  Separate  for 

4 

4 

Sexes 

1 

1 

Total 

5 

5 

Registered  Workshops. 


WORKSHOPS  ON  THE  REGISTER  (S.  131)  AT  THE  END 

OF  THE  YEAR 

NUMBER 

Bakehouses 

18 

Workshops 

16 

Total  number  of  Workshops  on  Register 

34 

Other  Matters. 

CLASS  (1) 

NUMBER  (2) 

Action  taken  in  matters  (notified  by  H.M.S.  Inspector) 2 

Referred  by  H.M.S.  Inspector  as  remediable  under  the 
Public  Health  Acts,  but  not  under  the  Factory  and 
Workshop  Act  (s.  5)  (Reports  of  action  taken  sent  to 
H.M.S.  Inspector) •> 
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REPORT  OF  INSPECTOR  OF  NULSANCES 
FOR  1912. 


1 


F.  DE  B.  PiM,  Merlical  Officer  of  Health. 


Dear  Sir, 

As  required  by  clause  16,  article  XX  of  the  General  Order 
of  the  Local  Government  Board,  1910,  I beg  to  report  on  the 
work  for  the  year  ended  31st  December,  1912. 

The  ascertained  Nuisances  have  been  : 


Defective  Drains 

Choked  Water  Closets 

Defective  Tippers 

Miscellaneous 


Total . . 65 


34  informal  notices  have  been  served  in  connection  with  these. 
The  whole,  together  with  18  left  over  from  last  year,  have  been 
abated. 

Slaughterhouses.  No  complaints  have  been  made 
in  respect  of  these.  They  have  been  regularly  inspected. 
Garbage  is  removed  at  frequent  intervals. 

Bakehouses.  In  one  instance,  a complaint  from  the 
Factory  Inspector  in  respect  of  insufficient  ventilation  and  con- 
dition of  roof  was  received.  After  service  of  notice,  the  matters 
in  default  were  remedied. 

Dairies  and  Cowsheds.  The  condition  of  these  continues 
to  be  fairly  satisfactory.  A complaint  in  respect  of  alleged 
pollution  of  the  water  supply  to  4 farms  is  receiving  attention. 
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Factories.  Additional  accommodation  consisting  of  5 

O 

water  closets  has  been  provided  at  one  mill.  1 water  closet  at 
another  factory  has  been  installed. 

1 

Workshops  are  in  a satisfactory  condition.  In  one 
instance,  a water  closet  has  been  provided. 

Canal  Boats.  U)  inspections  revealed  no  cause  of 
complaint. 

Ineectious  Diseases.  The  District  is  to  be  congratulated 


on  the  small  number  of  these,  which  are 

detailed  as 

follows  ; 

1909 

1910 

1911 

1912 

Scarlet  Fever. ... 

19 

10 

6 

.3 

Diphtheria 

‘2 

0 

0 

2 

Enteric  Fever. . . . 

1 

0 

1 

0 

Erysipelas 

.3 

7 

7 

4 

Puerperal  Fever.. 

0 

2 

0 

0 

Tuberculosis 

6 

25 

19 

14 

15 

Disinfectants  have  been 

supplied,  and  the 

various  premises 

disinfected  after  recovery  of  the  patients. 

Scavenging  is  carried  out  by  the  Councils’  workmen. 
The  refuse  dealt  with  is  summarised  in  the  following  list  : 


Ashpits  emptied 5,492 

Privy  pails  emptied 112 

Privy  tanks  emptied 168 

Tubs  of  slaughter-house  garbage 

emptied lid 

Loads  of  waste-paper  removed  and 

destroyed 101 

representing  ; 

Loads  of  ashes  tipped 1,092 

Loads  of  nightsoil  tipped 127 

Loads  of  trade  refuse  removed 154 


Houses  recently  erected  are  furnished  with  ashbins  in  lieu  of 
ashpits. 
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Much  unnecessary  labour  is  caused  l)y  the  unreasonable 
amount  of  waste-paper  and,  not  infrequently,  vegetable  refuse, 
placed  in  both  ashpits  and  ashbins.  Material  of  tJiis  character 
should  be  burnt,  instead  of  being  put  into  receptacles  provided 
for  dry  ashes,  which  thereby  become  a source  of  annoyance,  not 
only  to  the  tenants  themselves,  but  their  neighbours. 

Housing  of  the  Working  Classes  Acts,  18iK)  to  1909. 


A summary  of  the  work  done  is  as  follows  : 

Number  of  Dwellinghouses  inspected 127 

Number  of  Dwellinghouses  considered 

unfit  for  habitation -1 

Number  of  Closing  Orders 0 

Number  of  Dwellinghouses  remedied  with- 
out Clo.siug  Orders 12 

Number  of  Dwellinghouses  put  into  a fit 
state  of  habitation  after  making 
Closing  Orders 0 


Certain  blocks  of  property  are  to  receive  further  consideration 
by  the  Council. 

Yours  faithfully, 

GEORGE  W.  HEWES. 

Inspector  of  Nuisance'^. 
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During  1912  tlie  following  Plans  were  approved  : 

10  plans  relating  to  103  dwell! ngliouses  and  0 sliops. 

3 plans  relating  to  estate  plans. 

2 plana  relating  to  4 sculleries. 

13  plans  relating  to  miscellaneous  erections  and 
alterations. 

27  new  dweUinghouses  liave  been  certified  for  occupation. 

There  were  at  the  end  of  the  year,  59  dwellingliouses 
in  course  of  erection. 

1 back  and  3 front  streets  in  Carr  Hill  District  have  been 
made  up  under  the  Private  Street  Works  Act,  1892. 

The  works  included  the  following  items  : 


Surface  Water  Sewers 461  lineal  yards 

Surface  Water  Gullies 40 

Flagged  Footpaths 1,722  super  yards 

Kerbs 806  lineal  yards 

Channels 810  lineal  yards 

Hand-pitched  Foundations 3,482  super  yards 

Sett-paved  Carriage  Way 3,202  super  yards 


Plans  for  Sewage  Works  Extensions  have  been  completed 
for  submission  to  the  Local  Government  Board. 

Yours  faithfully, 

GEORGE  W.  HEWES, 

Surveyor. 


